ID-WEST  CHANDELIER  CO 

General  Offices  and  Factory 
North  Kansas  City,  Missouri 
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PRICE  LIST 

PRICES  SUBJECT  TO  CHANGE  WITHOUT  NOTICE 

MARCH  1,  1940 


MISCELLANEOUS  BED  ROOM 


Number  Lights  CODE  Price 

7  1  BEDOSY  .  . $  1 .85 

45  1  BEDA  .  1 0.00 

47  1  BEDAN  .  10.00 

52  2  BEDO  .  3.35 

55  1  BEDOLIN  .  3.85 

55-75  1  BEDOLIER  .  4.15 

66  1  BEDOL  .  3.65 

75  1  BEDOLMITE  .  6.00 

76  1  BEDRY  . 6.75 

77  1  BEDRO  .  7.50 


AND  DINETTE  FIXTURES 


Number  Lights  CODE  Price 

79  1  BEDOTIN  . . $  7.50 

90  1  BEDOM  . ’ . . .  4.15 

99  ]  BEDAT  .  21 .75 

C-820  Class  Bowl  for  No.  66 .  2.25 

C-1  09  Class  Bowl  for  No.  76-77 .  3.00 

C-A-20  Class  Bowl  for  No.  55 .  2.25 

C-62  Class  Bowl  for  No.  52 .  1 .95 

G-A-21  Class  Bowl  for  No.  90 .  2.25 

C-1  995  Class  Bowl  for  No.  75,  55-75 .  2.25 

Class  Bowl  for  No.  79 .  3.00 


Note:  Prices  on  all  above  numbers  except  Nos.  76-77-79-45-47-99  are  bulk  packed.  For  individual  cartons  add  30c  list  each. 


NUMBERS  012  TO  291— INDIRECT  SERIES 


Number 

Lights 

CODE 

Price 

Number 

Lights 

CODE 

Price 

01  2C 

2 

INDIREL  . 

. $  7.50 

203 

3 

ELDON  . 

. $20.00 

01  2P 

2 

INDIRELAT  . 

.  9.1 5 

205 

5 

EL  CAPITAN  . 

.  42.50 

01  6C 

2 

INDIRELA-C  . 

.  13.15 

212-C 

2 

INDIRECTER-C  . 

.  8.35 

01  6P 

2 

INDIRELA  . 

.  13.15 

212-P 

2 

INDIRECTER  . 

.  10.85 

83 

2 

INDINT  . 

.  10.00 

21  3-0 

3 

ELLER  . 

.  10.85 

86 

2 

INDINTED  . 

.  18.35 

215 

5 

NATE  . 

.  25.00 

91 

1 

INDINTER  . 

.  6.75 

216-C 

2 

INDIRECT  . 

.  15.00 

1  01 

1 

INDI  . 

.  8.25 

216-P 

2 

INDIRECTED  . 

.  15.00 

105-16" 

1 

INDIR  . 

.  33.35 

225 

5 

NATIONED  . 

.  28.35 

105-14" 

1 

INDIRA  . 

.  26.70 

235 

5 

NATIONAL  . 

.  25.00 

1  07-1  6" 

1 

INDIRT  . 

.  33.35 

245 

5 

NATION  . 

.  21.65 

1 07-1 4" 

1 

INDIRTA  . 

.  26.70 

251 

1 

ELMAN  . - . 

.  6.65 

112-C 

2 

INDIRED  . 

.  7.50 

253 

1 

ELTO  . 

.  10.00 

112-P 

2 

INDIREST  . 

.  9.15 

255 

5 

ELSOR  . 

.  28.35 

115 

1 

INDIRO  . 

.  29.15 

281 

1 

NATIVE  . 

.  10.00 

1 16-C 

2 

INDIRE-C  . 

.  13.15 

291 

1 

ELMO  . 

.  8.35 

n6-P 

2 

INDIRE  . 

.  13.15 

Cl  10 

Class  Wing  for  205 . 

.  2.25 

121 

1 

INDIROS  . 

.  10.00 

Cl  1 1 

Class  Wing  for  253 . 

.  2.25 

125 

1 

INDIROST  . 

.  22.50 

Cl  1  2 

Class 

Bottom  for  205-255-203 

(213-0)-..  1.50 

135 

3  . 

INDIRORT  . 

.  22.50 

Cl  12 

Class  Shield  for  291-251 . 

.  1.50 

145 

3 

INDIRAM  . 

.  20.00 

C78 

Class  Bottom  for  245-235  . 

.  2.25 

1  55 

3 

INDIRAMY  . 

.  15.00 

Cl  09 

Class 

Bottom  for  225-215  . 

.  3.00 

165 

3 

INDIRAD  . 

.  11.70 

NUMBER  300— 

DEAUXVILLE  SERIES 

Number 

Lights 

CODE 

Price 

Number 

Lights  CODE 

Price 

381 

1 

DEAUX  . 

. $  4.65 

1385 

7  DEAUXVILLE  . 

. $21.1  5 

383 

3 

DEALL  . 

.  12.15 

1  387 

7  DEAURE  . 

.  21.15 

385 

5 

DEAUXER  . 

.  17.50 

6230 

Side  Class  for  1385,  etc. . 

.  1.50 

1311 

2 

DEASY  . 

.  9.50 

6303 

Bottom  Class  for  1385-1387 . 

.  2.55 

NUMBER  500— OAKWOOD  SERIES 


Number 

521 

523 

525 


Lights  CODE 

1  OAK  . B  $  6.20 

3  OAKDALE  . B  18.35 

5  OAKWOOD  . B  25.00 


Price 

A$  5.00 
A  15.00 
A  20.00 


Number  Lights  CODE  Price 

527  5  OAKWOOD  Ceiling . B  $25.00  A  $20.00 

C-362  Shade  for  525,  etc. .  1.50 


Note:  “B”  denotes  price  in  Bronze;  “A”,  Cast  Aluminum. 


NUMBER  600— CHESTERTON  SERIES 


Number 

Lights 

CODE 

Price 

Number 

Lights  CODE 

Price 

602 

2 

CHESTLE  . 

. B  $1 1.85 

A  $10.35 

692 

2  CHES  . B  $11.00 

A$  9.50 

603 

3 

CHESTER . 

. B 

14.70 

A  13.00 

693 

3  CHET  . B 

1  3.85 

A  12.15 

605 

7 

CHESTERTON  .. 

. B 

25.00 

A  21.15 

C-605 

Side  Class  for  605,  etc. . 

.  1.50 

607 

7 

CHESSO  . 

. B 

25.00 

A  21.15 

C-615 

Bottom  Class  for  605,  etc. . 

.  2.55 

653 

1 

CHEST  . 

. B 

6.85 

A  4.65 

• 

Note: 

“B”  denotes  price  in 

Bronze;  “A”, 

,  Cast  Aluminum. 

NUMBER  700— 

REPUBLIC 

SERIES 

Number 

Lights 

CODE 

Price 

Number 

Lights  CODE 

Price 

701 

1 

REP  . 

. $  4.50 

707 

5  REPUB  . 

. $18.35 

703 

3 

REPUBLICAN  ... 

.  13.35 

C-705 

PANEL  FOR  705,  etc. . 

.  1 .20 

705 

5 

REPUBLIC  . 

.  18.35 

NUMBER  1100— DRESDEN-OLYMPIA  SERIES 

Number 

Lights 

CODE 

Price 

Number 

Lights  CODE 

Price 

1  101 

1 

OLYMPIAN  . 

. $10.85 

1173 

3  DRESDAY  . 

. $11.70 

1105 

5 

OLYMPIA  . 

.  31.70 

1175 

5  DRESD  . 

.  23.35 

1132 

2 

DRESDUM  . 

.  6.75 

1191 

1  DRES  . 

.  6.75 

1133-16 

"  5 

DRESSDOB  . 

.  16.70 

16"  Dresden  Class  Bowl  for  Numbers  1 

160- 

1133-12 

ft 

DRESSDOB-12  .. 

.  11.70 

1167-1133-16"-!  134-1170-1 175- 

1145 

.  9.00 

1134 

5 

DRESDIL  . 

.  23.35 

12"  Dresden  Class  Bowl  for  Numbers  1 

163- 

1145 

5 

OLYMP  . 

.  23.35 

1133-12"-1173  . 

.  5.25 

1160 

5 

DRESDENIARE 

.  20.00 

8"  Dresden  Class  Bowl  for  Number  1132 .  3.00 

1163 

3 

DRESDOR  . 

.  10.85 

6"  Dresden  Class  Bowl  for  Numbers  1168- 

1167 

5 

DRESDY  . 

.  18.35 

1101  . 

.  2.25 

1168 

1 

DRESDAM  . 

.  4.15 

Dresden  Class  Bowl  for  Number 

1105-.-. 

.  9.00 

1170 

5 

DRESDEN  . 

.  23.35 

Dresden  Class  Shade  for  Number 

1191- 

.  2.25 

NUMBER  1400— MANHATTAN  SERIES 


Number 

1451 

1455 

1463 


Ligrhts  CODE 

1  MANAN  . B$  4.70 

7  MANHATTAN  . B  21.00 

3  MANTAN  . B  12.50 


Price 

A$  3.70 
A  15.85 
A  9.1 5 


Number  Lights  CODE  Price 

1465  5  MANHAT  . B  $1 6.70  A  $12.50 

C-82382  Class  Shade  for  Above .  1.20 

Class  Bottom  for  1455 .  1.50 


Note:  “B”  denotes  price  in  Bronze;  “A”,  Cast  Aluminum. 


NUMBER  1500— FARRIS  SERIES 


Number 

Lights 

CODE 

Price 

Number 

Lights  CODE 

Price 

1501 

1 

FARR  . 

. B  $ 

6.20 

A  $ 

5.00 

1  507 

5  FARRIE  . 

. B  $25.00 

A  $20.00 

1503 

3 

FARRY  . 

. B 

17.50 

A 

14.00 

1  509 

1  FARRON  . 

. B  12.35 

A  10.85 

1505 

5 

FARRIS  . 

. B 

25.00 

A 

20.00 

C-1  21 

Lustre  Shade  . 

.  1.50 

Note:  “B”  denotes  price  in  Bronze;  “A”,  Cast  Aluminum. 


NUMBER  1800— NATCHEZ  SERIES 


Number  Lights  CODE  Price 

1801  1  NAT  . $  7.50 

1803  3  NATA  .  25.00 

1805  5  NATCHEZ  .  33.35 


Number  Lights  CODE  Price 

1807  5  NATCH  . $33.35 

C-1  27  Shade  for  1805,  etc. .  1.95 


SOLID  CAST  LANTERNS 


Number  Lights  CODE  Price 

841 A  1  TEA  . $  5.00 

841 B  1  TEB  .  6.70 

2240A  1  TEAKER  .  9.35 

2240B  1  TEAKERB  .  11.00 

2241 A  1  TEAK  .  11.85 


Number  Lights  CODE  Price 

2241 B  1  TEAKB  . $14.85 

41 21 A  1  TORE  .  7.50 

4121B  1  TOREB  .  10.85 

41 31 A  1  TORN  .  7.50 

4131B  1  TORNB  .  10.85 


Note:  “B”  denotes  price  in  Bronze;  “A”,  Cast  Aluminum. 


SOLID  CAST  LANTERNS— Continued 


Number 

Lights  CODE 

Price 

Number 

Lights  CODE 

Price 

4135A 

1  TAPE  . 

. $11.00 

4x7 

Amber  Crackled  Cylinder . 

. $  3.75 

4135B 

1  TAPEB  . 

.  13.50 

5x6 

Amber  Crackled  Cylinder . 

.  3.75 

41  350A 

1  TAPEBA  . 

.  8.50 

41  35 

Class  Only  . 

.  2.25 

41350B 

1  TAPEBAB  . 

.  11.00 

41  37 

Class  Only  . 

.  1.50 

41  37AC.A  1  TART  . 

.  7.50 

841 

Class  Only  . 

.  1 .50 

4137ACB  1  TARTB  . 

.  10.15 

Class  Panel  for  4121  and  4131 . 

. 30 

4141  A 

1  TEAR  . 

. . .  5.85 

Class  Panel  for  4151 . 

. 30 

41  41  B 

1  TEARB  . 

.  8.35 

Globe  for  4141  . 

. 90 

41  51  A 

1  TORK  . 

.  6.75 

41  51  B 

1  TORKB  . 

.  10.00 

Note:  “B”  denotes  price  i 

n  Bronze;  “A” 

,  Cast  Aluminum. 

NUMBER  4100— 

-ARLINGTON  SERIES 

Number 

Lights  CODE 

Price 

Number 

Lights  CODE 

Price 

4101 

1  ARL  . 

. $  8.35 

41  07 

5  ARLINCTONED  . 

. $30.00 

41  03 

3  ARLING  . 

.  21.70 

4108 

1  ARLIN  . 

.  13.50 

41  05 

5  ARLINGTON  . 

.  30.00 

C-0534 

Class  Shade  for  4105,  etc. . 

.  2.25 

NUMBER  4200— 

MONTICELLO  SERIES 

Number 

Lights  CODE 

Price 

Number 

Lights  CODE 

Price 

4201 

1  MONT  . 

. $  8.35 

4207 

5  MONTICELLED  . 

. $30.00 

4203 

3  MONTICER  . 

.  21.70 

4208 

1  MONTICE  . 

.  13.50 

4205 

5  MONTICELLO  .. 

.  30.00 

G-1  30 

Cut  Shade  for  4205,  etc . 

.  2.25 

NUMBER  4500— AVALON  SERIES 


Number 

4501 

4503 

Lights 

1 

3 

CODE 

AVAL  . 

AVALA  . 

Price 

. $  4.50 

.  10.85 

Number  Lights  CODE 

4505  5  AVALON  . 

C-102-D-912  Class  for  4505,  etc. . 

Price 

. $1  5.00 

.  1.50 

NUMBER  4600— 

-WINDEMERE  SERIES 

Number 

Lights 

CODE 

Price 

Number  Lights  CODE 

Price 

4601 

1 

WIND  . 

. $  5.85 

4609  1  WINDY  . 

. $11.70 

4603 

3 

WINDEM  . 

.  14.20 

C-120-D-1011  Shade  for  4605,  etc. . 

.  1.50 

4605 

5 

WINDEMERE  . 

.  20.00 

NUMBER  4700— CORONADO  SERIES 


Number 

Lights 

CODE 

Price 

Number 

Lights  CODE 

Price 

4701 

1 

CORON  . 

. B$  5.85 

A$ 

1  5.00 

4709 

1  CORO  . 

. B  $13.50 

A  $1 1 .70 

4703 

3 

CORONAL  . 

. . B 

16.70 

A 

14.00 

471  5 

5  CORONA  . 

. B  24.15 

A  18.35 

4705 

7 

CORONADO  . 

. B 

28.35 

A 

21.70 

C-222-D 

-228  Side  Shade  . 

.  1.50 

4708 

1 

CORONY  . 

. B 

13.50 

A 

1 1.70 

C-152 

Bottom  Bowl  . 

.  2.55 

Note:  “B”  denotes  price  in  Bronze;  “A”,  Cast  Aluminum. 


NUMBER  4800— FEDERAL  SERIES 


Number 

4801 

Lights 

1 

CODE 

FED  . 

. B$  5.85 

A$ 

Price 

i  5.00 

Number  Lights 

4808  1 

CODE 

FEDE  . 

. B  $13.50 

Price 

A  $11 .70 

4803 

3 

FEDERALIST  . 

. B 

18.40 

A 

1  5.00 

4809  1 

FEDERATE  . 

. B 

13.50 

A 

11.70 

4805 

5 

FEDERAL  . 

B 

25.00 

A 

20.00 

14805  7 

FEDERATION  . 

. B 

28.25 

A 

23.40 

4807 

5 

FEDER  . 

. B 

25.00 

A 

20.00 

C-113-D-228  Shade  for  4805,  etc. . 

1.95 

Note:  “B”  denotes  price  in  Bronze;  “A”,  Cast  Aluminum, 


NUMBER  4905— SHERIDAN  SERIES 


Number 

Lights 

CODE 

Price 

Number 

Lights  CODE 

Price 

4901 

1 

SHER  . 

. B  $  5.85 

A$  5.00 

4908 

1  SHERIDY  . 

. B  $13.50 

A  $11.70 

4903 

3 

SHERID  . 

. B  16.40 

A  12.20 

4909 

1  SHERIDAX  . 

. B 

13.50 

A 

11.70 

4905 

5 

SHERIDAN 

. B  22.50 

A  16.70 

14905 

7  SHERIDAL  . 

. B 

25.85 

A 

20.00 

4907 

q 

IDA 

R  7  7 

A  1  <  7n 

r._77  7.rD_1  . 

1.50 

Note:  “B”  denotes  price  in 

Bronze;  “A”, 

,  Cast  Aluminum. 

NUMBER  6315— YORKVILLE  SERIES 


Number 

Lights 

CODE 

Price 

Number 

Lights  CODE 

Price 

6301 

1 

YORK  . 

. $  6.85 

6319 

1  YORKLE  . 

. $12.35 

6313 

3 

YORKY  . 

.  17.15 

1631  5 

7  YORKVILLE  . 

.  27.85 

631  5 

5 

YORKER  . 

.  23.35 

C-129 

Shade  for  6315,  etc. . . . 

.  1.50 

6317 

5 

YORKO  . 

.  23.35 

C-1  51 

Class  Bottom  for  16315 . 

.  2.25 

NUMBER  6405— GLENDALE  SERIES 


Number  Lights  CODE  Price 

6401  1  CLENO  . $  7.35 

6403  3  CLENTIC  .  17.50 

6405  5  GLENDALE  .  25.00 

6407  5  CLENDARM  .  25.00 


Number  Lights  CODE  Price 

6408  1  CLENDEL  . $12.35 

6453  1  CLENY  .  8.35 

C-106  Class  Shade  for  6405  - .  1.95 


NUMBER  6720— MIDDLESEX  SERIES 


Number 

Lights 

CODE 

Price 

Number 

Lights  CODE 

Price 

6721 

1 

MID  . 

. $  8.35 

6727 

5  MIDVILLE  . 

. $30.00 

6723 

3 

MIDCO  . 

.  21.65 

6729 

1  MIDDER  . 

.  13.50 

6725 

5 

MIDDLESEX  . 

.  30.00 

G0534 

Class  Shade  for  6725 . 

.  2.25 

NUMBER  7000— CANDLEWICK  SERIES 


Number 

Lights 

CODE 

Price 

Number 

Lights  CODE 

Price 

7003 

3 

PATRY  . 

. $23.85 

7009 

1  PATER  . 

. $13.50 

7005 

5 

PATRICIAN  . 

.  34.15 

7053 

1  PAT  . 

.  8.50 

7007 

5 

PATRO  . 

.  34.15 

G-107 

Shade  for  7005 . 

.  2.25 

G~112 

Bottom  Class  for  7005 . 

.  1.50 

NUMBER  7490— GREENWICH  SERIES 

Price  Number  Lights  CODE  Price 

$  7.50  7499  1  CREE  . $12.85 

19.20  C-103-D-1011  Shade  for  7495,  etc . .  1.50 

26.70 


Number  Lights  CODE 

7491  1  GREEN  . 

7493  3  GREELEY  — 

7495  5  GREENWICH 


NUMBER  7800— CHURCHILL  SERIES 


Number  Lights  CODE  Price 

7801  1  CHURL  . $  8.35 

7803  3  CHURCH  .  21.70 

7805  5  CHURCHILL  .  30.00 


Number  Lights  CODE  Price 

7809  1  CHUR  . $13.50 

C-130  Cut  Shade  for  7805,  etc. .  2.25 


NUMBER  8500— STRATFORD  SERIES 


Number  Lights  CODE  Price 

8501  1  STRAT  . $  9.15 

8505  7  STRATFORD  .  32.50 

8508  1  STRATER  .  14.20 

851  3  3  STRATUM  .  20.00 


Number  Lights  CODE  Price 

8515  5  STRATO  . $28.35 

C-113  Glass  Shade  for  8505,  etc. .  1.50 

G-152  Bottom  Bowl  for  8505 .  3.00 


NUMBER  8600— MADISON  SERIES 

Number  Lights  CODE  Price  Number  Lights  CODE  Price 

8601  1  MAD  . $  8.70  8605  5  MADISON  . $33.35 

8603  3  MADIS  .  23.35  C-29-C  Cut  Chimney  for  8605,  etc. .  2.25 


NUMBER  8700— JEFFERSON  SERIES 

Number  Lights  CODE 

8701  1  JEFF  - 

8703  3  JEFFER 


Price  Number  Lights  CODE  Price 

$  8.35  8705  5  JEFFERSON  . $31.75 

22.70  C-29-C  Cut  Chimney  for  8705,  etc. .  2.25 


NUMBER  8900— HUNTINGTON  SERIES 


Number  Lights  CODE  Price 

8901  1  HUNT  . $  9.15 

8903  3  HUNTVILLE  .  25.00 

8905  5  HUNTINGTON  .  34.15 


Number  Lights  CODE 

8908  1  HUNTLEY  . 

C-108  Candlewick  Chimney  for  8905 


Price 

$13.50 
-  1.95 


Dresden  Series 


ISumber  1163 
Three-LigKt 
Semi-Flush  Fixture 
Spread  12^2  Inches 
Length  12^/2  I  nches 
Code:  DRESDOR 


ISumber  1160 
Five-Light  Fixture 
Spread  I6V2  I  nches 
Length  ’56  Inches 
Bottom  Four- Way 
Switch 

Code:  DRESDENIARE 

ISumber  1191  (Top) 
One-Light  Bracket 
Length  10y2  Inches 
Pin  Switch 
Code:  ORES 


ISumber  1167 

Eive-Light 
Semi-Flush  Fixture 
Spread  I6V2  Inches 
Length  I6V2  I  nches 
Code:  DRESDY 


Finishes:  Colonial  Brass  and  Bone  White,  Chromium  and  Bone  Wliite, 
all  Chrome  or  Bronze  and  Gold. 

Class:  Either  Ivory  or  White  Dresden. 
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Dresden  Series 


Number  1168 
(At  Top) 

One-Light 

6  Inch  Dresden  Bowl 
Code:  DRESDAM 


Number  1134 
(Lower  Center) 

Five-Light 

16  Inch  Dresden  Bowl 
Code:  DRESDIL 


Number  1133 
(Top  Right) 

Five-Light 

16  Inch  Dresden  Bowl 
Code:  DRESDOB 


Number  1132 
(Center  Left) 

Two-Light 

8  Inch  Dresden  Bowl 
Code:  DRESDUM 


These  Ceiling  Pieces  are  available  in  either  White  and  Gold  finish.  White  and 
Chromium,  or  Colonial  Brass,  Glass  Bowls  may  be  White  or  Ivorv  Dresden, 
PI  ease  specify. 


Dresden  Series 


I\ umber  1175  (Top) 

Five-Light  Semi-Flush 
Spread  I6V2  Inches 
Length  I6V2  Inches 

Code:  DRESD 

Number  1173  (Bottom) 

Three-Light  Semi-Flush 
Spread  I2V2  Inches 
Length  I2V2  Inches 

Code:  DRESDAY 


Number  1191  (Top) 

One-Light  Bracket 
Height  IOV2  Inches 
Pin  Switch 

Code:  DRES 

Number  1170  (Bottom) 

Five-Light  Fixture 
Spread  I6V2  Inches 
Length  56  Inches 
Bottom  Four- Way  Switcl 

Code:  DRESDEN 


Finishes:  White  and  Chrome,  aU  Ch 
Glass:  White  or  Ivory  Dresden. 


rome,  or  Bronze  and  Chrome. 


Olympian  Series 


Number  1105 

Five-Liglit  Fixture 
Spread  16  Inches 
Lengtii  36  Inches 
our-W^ay  Switch  Control 

Code:  OLYMPIA 


Number  1101 

Wall  Bracket 
Width  7F2  Inches 
Length  12'/2  Inches 
Pin  Switch 

Code:  OLYMPIAN 


tmt 


Number  1145 

Five-Light  Fixture 
Spread  16y2  Inches 
Length  36  Inches 
Four- Way  Switch  Control 

Code:  OLYMP 


The  Olympian  Series  is  a  new  development  in  residential  lighting.  The  Dresden  Glassware  furnished  on 
this  line  is  Satin  White  with  sparkling  texture  design.  Finishes  recommended  are  Polished  Chrome  or 
Colonial  Brass.  The  Number  I  145  can  he  also  had  in  White  and  Gold  with  Ivory  Glass  Bowl. 


Inlirect  Series 


dumber  012  C 


IS  umber  016  P 


dumber  012  P 


Two-Light  Semi-F'lush 
Spread  12  Inches 
Length  14  Inches 


r  wo-Light  Pendant  Fixture 
Spread  16  Inches 
Length  36  Inches 


Two-Light  Pendant  Fixture 
Spread  12  Inches 
Length  56  Inches 


Code:  INDIREL 


Code:  INDIRELA  Code:  INDIRELAT 


Fixture  Number  012  C  also  made 
Finish:  White  and  C»oId. 


16-lnch  size. 


Speci  fy  Number  016  C. 


i 
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Indirect  Series 


IS  umber  216  C 

Tvn  o-l^iglil  Semi-Flusli 
Spread  16  Inches 
Leng^th  14  Inches 

Code:  INDIRECT 


IS  umber  216  P 

Tcvo-Li  ght  Pendant  Fixture 
Spread  16  Inches 
Length  36  Inches 

Code:  INDIRECTED 


IS  umber  212  P 

I  wo-Light  Pendant  Fixture 
Spread  12  Inches 
Eengtii  56  Inches 

Code:  INDIRECTER 


Fixture 
Finish : 


Numher  2 16  C  al  so  made  r2-lnch  Size. 
Satin  Al  uminum.  Crystal  glass  trim. 


Specily  Numher  212  C. 


Indirect  Series 


ISumber  112  C 

Two-Light  Semi-Flush 
Spread  12  Inches 
Length  12  Inches 

Code:  INDIRED 


dumber  116  P 

Two-Light  Pendant  Fixture 
Spread  16  Inches 
Length  36  Inches 

Code:  INDIRE 


^umber  112  P 

Two-Light  Pendant  Fixture 
Spread  12  Inches 
Length  36  Inches 

Code:  INDIREST 


Fixture  Number  1 12  C  also  made  in  16-incIi  size.  Specify  Number  116C. 
Finish:  White  and  Gold. 


m 
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Indirect  Series 


ISumber  83 

Two-Light  Fixture 
Spread  12  Inches 
l.ength  36  Inches 

Code:  INDINT 


ISumber  91 

Wall  Bracket 
Height  7  Inches 
Pin  Switch 

Code:  INDINTER 


ISumber  86 

Two-Light  Fixture 
Spread  16  Indies 
Length  36  Inches 

Code:  INDINTED 


hinish:  White  and  Cold.  Dresden  Glass  Bowls. 


Indirect  Series 


1\  umber  125 

C)  ne-Liglil  Fixture 
Spread  16  Inches 
Length  56  Inches 

Code:  INDIROST 

Maximum  wattage  recommended 
for  Numbers  125-1  15  is  500  watts. 


ISumber  115 

One-Light  Fixture 
Spread  16  Inches 
I  .en  gth  56  I  nches 

Code:  INDIRO 

Finishes:  White  and  Gold  or 
English  Bronze  and  Gold. 


]\  util  her  155 

(Below ) 

Tliree-Ljght  Fixture 

Spread  16  Inches  Length  56  Inches 

Code:  INDIRAMY 


ISuiitber  165 

{ Alxive ) 

1  hree-Light  Fixture 
Spread  14  Inches 
Length  36  Inches 

Code:  INOIRAD 

Finishes:  White  and  C»old  or 
English  Bronze  and  Gold. 


Indirect  Series 


Number  101 
Wall  Bracket 
Width  SYs  Inches 
Length  7  Inches 
Code:  INDI 

Number  105 
(Left) 

One-Light  Fixture 
Spread  16  Inches 
Length  36  Inches 
Code:  INDIR 

NO  I  E:  1  lie  Numbers  105-107  are  also 
lurnished  14  inches  in  diameter.  Please 
specify. 


Number  121 


Wall  Bracket 

Width  7  Inches  Length  7  Inches 
Code:  INDIROS 


Number  107 
One-Light 

Spread  16  Inches  Length  18  Inches 
Code:  INDIRT 


I  he  Indirect  Series  is  made  of  Spun  Brass  and  available  in  either  While  and  Gold  or  Engl  ish  Bronze 
and  Gold  Finish.  Maximum  wattage  recommended  for  Numbers  105-107  is  300  watt. 


Indirect  Series 


Mitmber  135 
Three-Liglit  Fixture 
Spread  17  Inches  Length  36  Inches 
Code:  INDIRORT 


Finishes:  White  and  Gold  or  Bronze 
and  Gold. 


!\  umber  145 
d  hree-Light  Fixture 
Spread  16  Inches  Length  36  Inches 
Code:  INDIRAM 


Indirect  Series 


ISumber  281 

Wall  Bracket 
Width  JYs  Inches 
Overall  Length  10  Inches 
Pin  Switch 


1\T  ATTX/P 


Number  235 

Five-Light  Fixture 
Width  I6V2  Inches 
Bottom  Central  Switch 
Code:  NATIONAL 

Finishes:  English  Bronze  and  Gold 
or  Blonde  and  Gold 

(Note — Any  of  our  semi-indirect  fixtures  can 
be  finished  in  flush  ceiling  type  witliout  chain 
hangers. ) 


mm 


Number  245 

Five-Light  Fixture 
Width  I6V2  Inches 
Bottom  Control  Switch 
Code:  NATION 


ISuniber  225 

Five-Light  Fixture 
Width  I6V2  Inches 
Bottom  Control  Switch 


Finish:  English  Bronze  and  Gold 
G1  assware:  Genuine  Fland-Made 
Candlewick 


Indirect 

Series 


(Note — Any  of  our  semi-indirect  fixtures  can 
be  finished  in  flush  ceiling  type  without  chain 
hangers.) 


Number  215 

Five-Light  Fixture 
Width  I6'/2  1  tidies 


Bottom  Control  Switch 


Number  291 

Wall  Bracket 
Over  All  lOA  Inches 
Pin  Switch 
Code:  ELMO 


Candlewick  Series 


Number  205 

Five-Light  Fixture 
Width  16y2  Inches 
Bottom  Four-Way  Switch 
Code:  ELCAPITAN 


Number  253 

Wall  Bracket 
Over  All  I2V2  Inches 
Pin  Switch 
Code:  ELTO 


F  inislies:  Englisli  Bronze  or  Blonde  witli  gold  Irini.  witli  crystal  or  amber 
glass;  Satin  Blue  and  Clironie  trim,  with  Viennese  Blue  glass.  Genuine 
Hand-Made  Candlewick  glass  used  throughout  this  series 


(Note — A  ny  of  our  semi-indirect  fixtures  can  be  finished  in  flush  cei  ling 
type  without  chain  hangers.) 


Number  203 

Tliree-LigKt  Fixture 
Width  13^1  Inches 

Code:  ELDON 


Number  251 
Bracket 

Over  All  8  Inches 
Pin  Switch 

Code:  ELMAN 


Number  255 

Five-Light  Fixture 
Width  lO'A  Inches 
Bottom  Contral  Switch 


Number  213-0  Code:  ELSOR 

d  hree-Light  Fixture 
Whdth  1  I  Vi  Inches 


Code:  ELLER 


Chesterton  Series 


Number  605 
Fixture 

Five  Side  Lights 
Two  Bottom  Lights 
Spread  18  Inches 
Length  Over  All  56  Inches 
Bottom  Turn  Knob  Switch 
Code:  CHESTERTON 


Number  653 
Bracket 

Width  6F4  I  nches 
Over  All  7V4  I  nches 
Pin  Switch 

Code:  CHESl’ 


I  he  Chesterton  Series  is  featured  in  genuine  Solid  Bronze,  with  hilites  polished, 
a  distinctive  Mid-West  finish  for  years — Also  furnished  in  Van  Dyke  and  Chrome, 
or  Golden  Glow — special  to  order.  The  glassware  is  Duotone. 


Number  607 

Five-Light  Semi-flush  Fixture 
Spread  18  Inches 
Length  Over  All  13  Inches 

Code:  CHESSO 


Number  602 

1  wo-Light  Fixture 

Spread  IOV2  Inches  Length  36  Inches 
Code:  CHESTLE 


Note:  No.  603  is  also  made 
flush  type.  Specify  No.  693. 
is  also  made  Semi-flush. 
No.  692. 


in  Semi- 
No.  602 
Specify 


Number  603 
1  hree-Light  Fixture 

Spread  I2^^  Inches  Length  36  Inches 
Code:  CHESTER 


Number  8901 

Wall  Bracket 
Back  Plate  41/4  Inches 

Code:  HUNT 


Number  8905 
Five-Light  Fixture 

Spread  18  Inches  Length  36  Inches 
Bottom  Four-Way  Switch 
Code:  HUNTINGTON 

Finish:  En  glish  Bronze  or  Colonial 
Brass 


Number  8903 

Th  ree-Light  Fixture 
Spread  16  Inches 

Code:  HUNTVILLE 


>h> 


Number  8908 


Hall  Fixture 

Overall  Length  12  Inches 
Code:  HUNTLEY 


Huntington  Series 


Monticelld  Series 


ISumber  4203 
Three-Light  Fixture 
Spread  15  Inches 
Length  36  Inches 
Code:  MONTICER 


Number  4201 

Wall  Bracket 
Length  1 1  Inches 
Pin  Switch 
Code:  MONT 


Number  4207 
Five-Light  Semi-Flush 
Spread  18  Inches 
Length  15  Inches 
Code:  MONTICELLED 


Number  4205 
Five-Light  Fixture 
Spread  18  Inches 
Length  36  Inches 
Bottom  Turn  Switch 
Code:  MONTICELLO 


Number  4208 
Hall  Fixture 
Length  I3V2  Inches 
Code:  MONTICE 


Finish:  Colonial  Brass.  Cut  Crystal  Satin  Glass  Chimneys. 


Madison  Series 


dumber  8601 

Wall  Bracket 
Length  11  Inches 
Pin  Switch 


Code:  MAD 


IS  umber  8605 

Five-Light  Fixture 
Spread  18  Inches 
Length  56  Inches 
Bottom  Turn  Sw  itch 

Code:  MADISON 


Number  8603 

Three-Light  Fixture 
Spread  13  Inches 
Length  56  Inches 

Code:  MADIS 


Al  so  made  Five-Light  Semi-FIusli  hype.  Speci  ly  Number  8607. 

Finis  h:  Pol  is  hed  C  olonia  I  Bra  ss.  Cut  Crystal  and  Satin  Chimneys.  Clear  Gl  ass 
Bobeches  with  Prism  holes. 
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Jefferson  Series 


y umber  8705 

hive-IJfilit  Fixture 
Spread  18  Inches 
I.enatli  56  Inches 
Fottom  Furn  Switch 

Code:  jf:fff:rson 


yumber  8701 

W^all  Bracket 
Length  I  I  Inches 
Pin  Swi  tch 


Code:  JEFF 


yumber  8703 


Three-Light  Fixtuie 
Spread  15  Inches 
Leng  ih  56  Inches 

Code:  JEFFER 


A I  so  made  Five-Light  Semi-Flush. 
Finish :  Pol  ished  Colonial  Brass. 


Specily  Numher  8707. 
Cut  Crystal  and  Satin 


Chitnneys. 


No.  4103 


No.  4107 


Ahlingtgn  Series 


Number  4103 
1  hree-Light  Fixture 
Spread  1,5  Inches 
Length  36  Inches 
Code:  ARLING 

Number  4107 


Number  4101 

Wall  Bracket 
Length  1 1  Inches 
Pin  Switch 
Code:  ARL 


Number  4105 
Five-Light  Fixture 
Spread  18  Inches 
Length  36  Inches 
Bottom  Turn  Switch 
Code:  ARLINGTON 


Five-Light  Semi-Flush 
Spread  18  Inches 
Length  36  Inches 
Code:  ARLINGTONED 

Finish:  Colonial  Brass. 


Number  4108 
Hall  Fixture 
Length  I3V2  Inches 
Code:  ARLIN 


Cut  Crystal  and  Satin  Chimneys. 


Churchill  Series 


Number  7809 

Hall  Fixture 
LengtK  36  Inches 

Code:  CHUR 


Number  7805 

Five-Light  Fixture 
Spread  18  Inches 
Length  36  Inches 
Bottom  Turn  Switch 

Code:  CHURCHILL 


Number  7803 

Three-Light  Fixture 
Spread  15  Inches 
Length  36  Inches 

Code:  CHURCH 


Number  7801 

Wall  Bracket 
Length  12  Inches 
1  urn  Switch 

Code:  CHURL 

Finish:  Colonial  Brass. 

Glassware:  Cut,  Colonial  Chimneys. 


Candlewick  Series 


DIumber  7053 
Bracket 

Back  Plate  S'/s  Inches 
Pin  Switch 

Code:  PAT 


Number  7005 

Fixture 

Spread  19  Inches 
Length  Over  All  36  In. 
Equipped  with  Bottom 
Turn  Knob  Switch, 
Controlling  Two,  Three 
or  Five  Lights 
Code:  PATRICIAN 


I  he  Patrician  Set  of  the  Candlewick  Series  is  furnished  in  solid 
bronze,  finished  in  Bronze  and  Chrome,  also  in  Polished  Colonial 


Brass.  The  glassware  is  genuine  Hand  Made  Candlewick  specially 
tempered  and  designed. 


dumber  7003 

Three-Light  Fixture 
(Upper  Left) 

Spread  I5V2  Inches  Length  56  Inches 
Code:  PATRY 


Number  7007 
Five-Light  Semi-flush 
Spread  19  Inches 
Length  Over  AH  19  Inches 
Code:  PATRO 


Middlesex  Series 


Number  6725 

Fixture 

Spread  18  Inches 
Length  56  Inches 
Bottom  Four- Way  Switch 

Code:  MIDDLESEX 


Number  6721 


Wall  Bracket 
Back  Plate  AVa  I  nches 
Pin  Switch 
Code:  MID 


I  lie  Middlesex  Series  is  made  ol  solid  Colonial  cast  brass  and  tlie  finisli  is 
polislied  Colonial  brass.  The  glassware  is  tbe  conventional  type  Colonial  cut. 


Number  6729 

(Above  Left) 

Hall  Fixture 
Code:  MIDDER 

(Also  furnished  in  semi-flush  style. 
Please  specify  No.  6728) 


Number  6723 

(Above) 

Three-Liglit  Fixture 
Spread  16  Inches 
Length  56  Inches 

Code:  MIDCO 


Number  6727 

Five-Light 
Semi-Flush  Fixture 

Spread  18  Inches  Length  ISVa  Inches 

Code:  MIDVILLE 


Avaldn  Series 
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Number  4505 

Five-Light  Fixture 
Spread  18’/2  Inches 
Length  36  Inches 
Bottom  Turn  Switch 

Code:  AVALON 


Number  4503 


Three-Light 
Spread  13V2  Inches 
Length  36  Inches 

Code:  AVALA 


Made  of  Cast  Aluminum.  Finishes  Golden  Glow  or  Nuhronze  and 
Polished  Aluminum.  Glassware  is  Ivory  Number  G-102. 


Number  4501 
Wall  Bracket 
Height  9  Inches 
Pin  Switch 
Code:  AVAL 
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Greenwich  Series 


ISumher  7499 

ISumber  7495 

Number  7493 

Hall  Fixture 

Five-Light  Fixture 

Three-Light  Fixture 

Length  36  Inches 

Spread  I8V2  Inches 

Spread  I4V2  Inches 

Code:  GREE 

Length  36  Inches 

Length  36  Inches 

Bottom  Turn  Switch 

Code:  GREENWICH 

ISumber  7491 

Wall  Bracket 

Height  9  Inches 

Pin  Switch 

Code:  GREEN 

Code:  GREELEY 

Made  of  Cast  Bronze 

and  Spun  Brass.  Finishes:  Bronze 

and  Chrome  or  Bronze 

find  Gold.  Glassware:  Tan  with  Brown  lines.  Number 

G-103.  D-ion. 

I\ umber  385 
5  Liglit 

Lengtli  36  Inches 
Spread  20  Inches 

Code:  DEAUXER 


IS  umber  1385 

7  Light  Glass  Bottom 
Equipped  with  Three 
Position  Switch  to  Control 
Side  and  Bottom  Lights 
Length  36  Inches 
Spread  20  Inches 


Number  381 

1  Light  Bracket 
Back  Plate  6x9y2  Inches 


Deauxville 

Series 


Code:  DEAUXVILLE 


Code:  DEAUX 


Tlie  Deniixville  Series  is  furnisliecl  in  Old  Golden  Glow,  a  ricli  combination  of  Sienna  Gold  band  treated  witli  polished  silver 
hililes.  The  glassware  is  a  new  treatment  of  ceramic  fired  color  with  iridescent  lustre. 


TSuinber  383 

Three-Light  Fixture 
Spread  16  Inches 
Length  36  Inches 

Code:  DEALL 


Number  1311 

Two-Light  Fixture 
Width  10  Inches 
Length  36  Inches 

Code:  DEASY 


Number  1387 

Seven-Light  Semi-flush  Eixture 
Spread  20  Inches 
Length  Over  All  14  Inches 

Code;  DEAURE 


The  Farris  Series 


N mu  her  1505 
Fixture 

Spread  19  Indies 
Length  56  Indies 
Bottom  Turn  Switch 


Number  1501 

Wall  Bracket 
Back  Plate 
4*/2x6y8  I  nches 
Pin  Switch 


Code:  FARRIS 


Code:  FARR 


Made  of  Cast  Bronze  a  nd  Si)un  Brass.  Finished  Bronze  and  Ch  rome. 
able  in  Cast  and  Spun  Aluniinuni  Finislied  Blonde  and  I^olished 
Glassware  is  Ivory  with  Ainhcr  Lustre  top. 


Also  avail- 
Aluminum. 


IS  umber  1507 

Senii-Miisli  Fixture 
Leujjtli  Over  All  17  Indies 

Code:  FARRIE 


ISumber  1503 
Fixture 

Spread  14  Indies 
Code:  FARRY 

ISumber  1509 
Hall  Fixture 
Code:  FARRON 

Also  lurnislied  in  Ceiling  type.  Please 
specify  Number  1508. 
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Federal  Series 


Number  4803 

Three-Light  Fixture 
Spread  I4V2  I  nches 
Length  56  Inches 

Code:  FEDERALIST 


Number  4801 


Wall  Bracket 
Length  1 1  Inches 
Pin  Switch 


Code:  FED 


Number  4805 

Five-Light  Fixture 
Spread  I8V2  Inches 
Length  56  Inches 
Bottom  Turn  Switch 

Code:  FEDERAL 


Made  of  Bronze  and  Brass.  Available  in  the  Followi  ng  Finishes:  Bronze  and 
Chrome  or  Bronze  and  Gold. 

Al  so  Made  of  Aluminum.  Finishes  are  Nubronze  and  Chrome,  Nubronze  and 
Gold  or  Gold  and  Chrome.  Glass  Shade  is  Amber  Lustre,  Number  G-115,  D-228. 
Note:  If  Five-Light  Semi-Flush  Type  is  desired,  specify  Number  4807.  Seven- 
Light  Glass  Bottom  Type  is  Number  14805.  Hall  Light  Drop  Type  4809,  Ceiling 
Type  4808. 
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Sheridan  Series 


Number  4903 

Three-Light  Fixture 
Spread  14  Inches 
Length  36  Inches 

Code:  SHERID 


Number  4901 

Wall  Bracket 
Length  9  Inches 
Pin  Switch 

Code:  SHER 


Number  4905 

Five-Light  Fixture 
Spread  18  Inches 
Length  36  Inches 
Bottom  Turn  Switch 

Code:  SHERIDAN 


Made  of  Bronze  and  Brass.  Available  in  the  Following  Finishes:  Bronze  and 
Chrome  or  Bronze  and  Gold. 

Also  Made  of  Aluminum.  Finishes  are  Nubronze  and  Chrome  or  Nubronze  and 
Gold.  Glass  Shade  is  Amber  Lustre,  Number  G-222,  CD- 1  320. 

Note:  Five-  Light  Semi-Flush  Type  available.  Specify  Number  4907.  Seven- 
Light  Glass  Bottom  Type  is  Number  14903.  Hall  Light  Drop  Type  4909,  Ceiling 
Type  4908. 


Glendale  Series 


Spread 


IS  umber  6405 

Fixture 

18  Inches  Length  56  Inches 

Bottom  Four- Way  Switch 
Code:  GLENDALE 


Slumber  6401 

Wall  Bracket 
Back  Plate  4V4  I  nches 
Over  All  8V2  Indies 
Pin  Switch 


Code:  GLENO 


> 


t  he  C'lendale  Series  is  lealured  in  polistied  Colonial  Brass  with  English  Bronze 
trim.  This  is  a  very  pleasing  combination  of  solid  cast  brass  arms  and  bronze 
spinnings.  For  those  who  prefer  this  set  is  also  available  in  our  well  known  bronze 
and  chrome  finish  which  of  course  is  made  up  of  solid  bronze  castings  and  chromium 
plated  spinnings.  The  glass  shades  are  of  fine  Lustrelite  glass. 


Slumber  6453 

Wall  Bracket 
Back  Plate  8%x4G  Inches 
Pin  Switch 

Code:  GLENY 


Number  6407 

Five  Light  Semi-Flush  Fixture 
Length  Over  All  18  Inches 

Code:  GLENDARM 


Number  6403 
Three  Light  Fixture 

Spread  16  Inches  Length  36  Inches 

Code:  GLENTIC 


•ij'  ■'  ‘ 


.  ■ 


Number  6408 
Hall  Fixture 

Length  Over  All  I4V2  Inches 
Code:  GLENDEL 

(Also  made  in  pendant  type.  To  order  specily 
Number  6509) 


Natchez  Series 


dumber  1807  (Top) 

F'ive-I.icht  Semi-Fliisli 
Spread  18  Inches 
L.ength  16  Inches 

Code:  NATCH 


Number  1801 

Wall  Bracket 
Height  I  1  Incl  les 
F^in  S  \vi  tch 

Code:  NAT 


Number  1805 

Five-Light  Fixture 
Spread  18  Inches 
Length  36  Inches 
Bottom  Turn  Switch 

Code:  NATCHEZ 


Also  made  Three-Light.  Specify  Number  1803. 
Finishes:  Sand  Blast  and  Gold  or  Bronze  and  Gold. 
Glass:  Tan  with  Crimped  Top. 


Republic  Series 


JSumber  707 

Five-Light  Ceiling 
Length  16  Inches 
Spread  16y2  Inches 

Code:  REPUB 


ISumber  701 
Bracket 

Height  7%  Inches 
Width  7  Inches 
Pin  Switch 

Code:  REP 


ISumber  705 

Five-Light  Drop 
Length  56  Inches 
Spread  I6V2  Inches 
Bottom  Turn  Switch 

Code:  rf:public 


Made  of  Cast  Aluminum  and  finis  hed  Silver  an  d  Cold,  Old  Gold  or  White  and 
Gold. 


Glass  P  anels  are  a  soft  Ivory  color.  .\lso  made  in  Three-Light.  Specify  Number  705. 


Manhattan  Series 


!\ umber  1463 

Three-LigKt  Fixture 
Spread  15%  Inches 
Length  36  Inches 

Code:  MANTAN 


1\  umber  1455 

Seven-Light  Fixture 
Spread  I8V2  I  nches 
Length  36  Inches 
Bottom  Turn  Switch 

Code:  MANHATTAN 


dumber  1465 

Five-Light  Switch 
Spread  I8V2  I  nches 
Length  36  Inches 
Bottom  Turn  Switch 

Code:  MANHAT 


ISumber  1451 

Wall  Bracket 
Height  7  Inches 
Pin  Swi  tch 

Code:  MANAN 

Made  of  Cast  Bronze  and  finished  Bronze  and  Chrome  or  Bronze  and  Gold. 

Also  Made  of  Cast  Aluminum  and  finished  either  White  and  Gold  or  Anticjue  Gold. 
Glassware  is  high  quality  Ecru  Lighting  Glass  which  diffuses  the  light  in  a  pleasing 
manner  without  undue  loss  of  efficiency.  Specify  Number  G-82382. 
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Cdrdnadd  Series 


ISumher  4715 
Five-Light  Fixture 
Spread  18  Inches 
Length  36  Inches 
Bottom  Turn  Switch 
Code:  CORONA 


Number  4703 

Three-Light  Fixture 
Spread  14  Inches 
Length  36  Inches 

Code:  CORONAL 


Number  4705 
Seven-Light  Fixture 
Spread  18  Inches 
Length  36  Inches 
Bottom  Turn  Switch 
Code:  CORONADO 


Number  4701 

Wall  Bracket 
Height  10  Inches 
Pin  Switch 

Code:  CORON 


Hall  Light  Drop  Type 
Specify  Number  4709. 

Hall  Light  Ceiling  Type 
Specify  Number  4708. 


Made  of  Bronze  and  Brass.  Finishes  are  Bronze  and  Chrome  or  Bronze  and  Gold. 

Also  Made  of  Aluminum.  Finished  Nubronze  and  Gold,  Golden  Glow  or  Nu- 
bronze  and  Chrome. 

Glassware  is  Ivory  with  Amber  Lustre  Top,  Number  G-222,  D-228. 


Stratford  Series 


Number  8505 

Seven  Light  Drop  Fixture 
Spread  19y2  Inches  Length  36  Inches 
Four- Way  Switch  Control 

Code:  STRATFORD 


The  Stratford  Series  is  made  of  Solid  Cast  Brotize  and  Spun  Brass. 
Finishes  recommended  are  Bronze  and  Gold  or  Bronze  and  Chrome. 
The  glassware  is  Amher  Frostelle. 
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Number  8501 


Wall  Bracket 
Width  4%  Inches 
Height  lO'A  Inches 
Pin  Switch 


Code:  STRAP 


I\utnber  8508 

(RigKi) 

Hall  Fixture 

Length  Over  All  18  Inches 
Code:  STRATER 

Al  so  furnished  in  Drop  Pendant  style. 
Please  specify  Number  8509. 


IS  umber  8513 
(Right) 

I  hree-Light  Drop  Fixture 
Spread  15  Inches 
Length  56  Inches 
Code:  STRATUM 


IS  umber  8515 

(Below) 

Live-Light  idrop  hixture 
Spread  19y2  Inches 
Length  56  Inches 
Lour- Way  Switch  Control 
Code:  STRATO 


Yorkville 

Series 

Number  16315 

(At  Right) 

Fixture 

Five  Side  Lights 
Two  Bottom  Lights 
Spread  20  Inches 
Length  Over  All  36  Inches 
Bottom  Turn  Knob  Switch 

Code:  YORKVILLE 


Number  6315 
Fixture 


Spread  18  Inches  Length  Over  All  36  Inches 
Bottom  Turn  Knob  Switch  Controlling 
Two,  Three  or  Five  Lights 

Code:  YORKER 


Number  6301 
Bracket 

Back  Plate  4V4  Inches 
Over  All  8V2  Inches 
Pin  Switch 
Code:  YORK 


The  Yorkville  Series  is  furnished  in  Solid  Bronze  with  Chromium  Plate  trim.  The  glassware  is 
decorated  to  blend  harmoniously,  making  a  rich,  distinguished  design. 


Number  6317 

Five-Light  Semi-flush 
Spread  18  Inches 
Length  Over  All  18  Inches 

Code:  YORKO 


Number  6319 
Hall  Fixture 
Diameter  8%  Inches 
(Also  made  Semi-flush. 
Specify  No.  6518.) 
Code:  YORKLE 


Number  6313 

Three-Light  Fixture 
Spread  16  Inches 
Length  36  Inches 

Code:  YORKY 


WiNDEMERE  SERIES 


Number  4603 

Three-Light  Fixture 
Spread  15  Inches 
Length  36  Inches 

Code:  WINDEM 


Number  4601 


Wall  Bracket 
Height  9  Inches 
Pin  Switch 


Code:  WIND 


Number  4605 

Five-Light  Fixture 
Spread  18  Inches 
Length  36  Inches 
Bottom  Turn  Switch 

Code:  WINDEMERE 


Drop  Type  Hall  Light  Number  4609. 


Made  of  Cast  and  Spun  Aluminum.  Finishes:  Golden  Glow  or  Suntan  and 
Polished  Aluminum. 

Glassware:  Blown,  Iridescent  Tan  wi  th  Brown  Stripe,  Number  G-120,  D-1011. 


Dakwdoe  Series 


Number  523 

Three-LigKt  Fixture 
Spread  14  Inches 
Length  56  Inches 

Code:  OAKDALE 


Number  521 


Wall  Bracket 
Height  10  Inches 
Pin  Switch 

Code:  OAK 


Number  525 

Five-Light  Fixture 
Spread  I7V2  Inches 
Length  36  Inches 
Bottom  Turn  Swi  tch 

Code:  OAK  WOOD 


Made  of  Bronze  and  Brass.  Finishes:  Bronze  and  Chrome  or  Bronze  and  Gold. 
Also  Made  of  Aluminum.  Finishes:  Nubronze  and  Chrome,  Nubronze  and  Gold 
or  Blonde  and  Chrome. 

Glassware  is  Ivory,  Number  562. 

Note:  If  Five-Light  Semi-Flush  is  desired,  specify  Number  527. 


Diameter  6% 


IS  umber  4141 

Firarket  1  ype 

Ini  lies  F  leiglit  6%  Inches 

C^orle:  TFAF^ 


ISumher  4121 

Bracket  I  ype 

Widtii  7%  Indies  Height  SV.J  Inches 

Code:  TORE 


Number  4135 
Bracket  Type 

Height  15'/2  Indies  Extends  9  Inches 

Code:  TAPE 


Solid  Cast 
Lanterns 


Number  2241 

Bra<  ket  1  ype 
Height  14  I  nches 
Extends  7*/2  Inches 

Code:  TEAK 

Number  2241  also  made  Ceiling  Type. 
Specify  Number  2240. 

Numb  er  4155  Ceiling  Type  is  Number 
41550. 


Number  4131 

Bracket  Type 

\\  idth  8  Inches  Height  7V2  Inches 

Code:  TORN 


Number  4151 


Brat  ket  Type 
Height  9  Inches 
Extends  5'/2  Inches 

Code:  CORK 


Number  841 

Bracket  1  ype 

Glass  Globe  5V2  x  4%  Inches 
Code:  TEA 


Furnished  in  Genuine  Solid  Bronze  or 
Steedish  Iron  Finish 


Number  4137-AC 
Bracket  Type 

Height  to  Inches  Extends  8  Inches 

Code:  TART 


Number  99 

One-ljght 
Spread  I6V4  Inches 
Length  36  Inches 
Finishes:  White  and  Oold  or 
English  Bronze  and  Gold 

Code:  BED  AT 


Number  45 
(RigL) 

One-Light 
Spread  13  Inches 
Length  36  Inches 
Finishes:  Colonial  Brass  or 
English  Bronze 

Code:  BEDA 


Number  47 
One-Light 
Spread  13  Inches 
Code:  BEDAN 


BEDOLIERS 


Finishes:  The  Numbers  76 
and  77  are  available  in 
either  Polished  Chrome  or 
Polished  Colonial  Brass. 
All  metal  parts  are  made  of 
turned  or  spun  brass.  Glass 
bowls  are  genuine  hand¬ 
made  Candlewick.  Crystal 
roughed  inside,  polished 
outside  with  carved  relief 
design.  Made  to  accommo¬ 
date  100- watt  lamp. 


ISumber  77 

One-Light  Fi.xture 
Length  I2V2  Inches 
Spread  IOV2  Inches 

Code:  BEDRO 


ISumber  66 

(Below) 

One-Light  Fixture 
Length  IOV2  1  nches 
Spread  lO'A  Inches 

Code:  BEDOL 


ISumber  76 

One-Light  Fixture 
Len  gth  13  I  nches 
Spread  IOV2  I  nches 

Code:  BEDRY 


ISumber  7 

(Below) 

One-Light  Fixture 
Length  7V4  Inches 
Spread  6  Inches 

Code:  BEDOSY 


ISumber  79 

One-Light  Eixture 
Length  12  Inches 
Spread  \\V2x9V4  Inches 

Code:  BEDOTIN 


Number  66  is  finished  in  a 
combination  of  Ivory,  Gold 
and  Polished  Silver.  Glass 
Bowl  is  Crystaline  Blue, 
Rose,  Green,  Honey  and 
Satin  White. 


Number  7  is  Ivory  with 
Ecru  Glass  and  harmonizes 
with  the  1400  Series  shown 
elsewhere  in  this  book. 
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Nu  ni  her  55 
One-Liglit  Fixture 
L.engtli  1  I  IncKes 
Spread  lOl'^  Inches 
Code:  BEDOLIN 

Finish:  Bone  White.  Cd  ass 

Bowl  is  available  in  the  follow¬ 
ing  pastel  shades:  Crystal  Satin, 
Rose.  Orchid.  Blue.  Green.  Beige, 
Honey,  T  wo-  Tone  Red  and  Yel¬ 
low  and  Two-Tone  Bl  ue  and 
Tan.  Made  to  accommodate  100- 
watt  lamp. 


ISumber  90 
One-Ljght  Fixture 
I.ength  IOV4  Inches 
Spread  IO'/2  1  nches 
Code:  BEDOM 

Finishes:  Anticfue  Ivory  and 
Polychrome  or  Antique  Ivory. 
Glass  howl  is  available  in  the 
following  pastel  shades:  Crystal 
Satin,  Rose,  Orchid,  Blue,  Green, 
Beige,  Honey,  Two-Tone  Red 
and  Yellow  and  Two-Tone  Blue 
and  Tan.  Made  to  accommodate 
1 00- watt  lamp. 


IS  umber  52 

Two-Light  Fixture 
Length  4V4  Inches 
Spread  10  Inches 

Code:  BEDO 

The  Number  52  illus¬ 
trated  above  is  fin¬ 
ished  in  Bone  White, 
Nubronze,  Antique 
Gold  or  Ivory.  Glass 
bowl  is  available  in 
the  following  pastel 
colors:  Rose,  Blue, 

Green,  Honey,  Or¬ 
chid,  Beige  or  Crystal 
Satin. 


JSumber  75 

Length  I2V2  Inches 
Spread  1 1  Inches 

Code:  BEDOLMITE 


Finish:  Bone  White  and  Gold.  Glass 
Bowl  Crystal  Satin.  Made  to  accommo¬ 
date  1 00  -watt  lamp. 


S umber  55-75 
One-Light  Fixture 
Length  10%  I  nches 
Spread  1 1  Inches 

Code:  BEDOLIER 

Finish:  Bone  White.  Glass  bowl  avail¬ 
able  in  the  following  pastel  shades:  Rose, 
Orchid,  Blue,  Green,  Beige,  Honey  or 
Crystal  Satin.  Made  for  100-watt  lamp. 
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